APPENDIX A

DEFINITIONS OF DOCKET 50 CATEGORIES

19.   Safety Evaluation Reports (SERs) on specific
generic issues.

21.   Backup technical documents (e.g., topical reports)
submitted in support of the application.

22.    Proposed equipment failure/instructions.

20.   Reports of site visits.

23.   NRC's changes in internal organizational struc-
ture.

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORTS (PSAR) AND AMENDMENTS

All related correspondence is filed in Category A.

1. Preliminary Safety Analysis Report (PSAR) sub-
mitted by utility (formerly called Hazards Sum-
mary Report or Safety Analysis Report).

2.     Amendments and changes to the PSAR.

3.     Transrnittal and acknowledgment letters.

4.     Certificates of service to the PSAR.

C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND

CORRESPONDENCE

1.     Environmental Report (ER) submitted by the        6.     Federal Register notices citing the availability of
utility.                                                                           items 1 and 2.

2.     Amendments and supplements to the ER.

3.    Transmittal and acknowledgment letters.

4.    Information on scheduling of submittal or review
ofER.

7.     Correspondence relating to the review of ER.

8.     Meeting announcements or reports of meetings
where the primary subject of discussion is the ER.

9.     Correspondence relating to certification of pollu-
tion control devices.

5.    NRC questions, requests for additional informa-        NOTE: Other environmental documents are filed in
tion, and applicant responses.                                               Categories A, D, P, or R.
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A-2. Information on laws and changes in regulations or
